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Rainbow Family 




he OPTi92C1 68 and the 92C178 
are the first two members of the 
Rainbow family of true color LCD 
VGA controllers. They offer a low 
power, high performance, complete 
panel support with minimum chip count LCD 
VGA graphic solutions for portable IBM 
compatible personal computers. 

The 92C168 requires no external component 
other than the display memory and a 14.3MHz 
reference clock to complete a VGA sub-system. 
The 92C168 can directly interface to the 32-bit 
VESA local bus, PCI bus and 16-bit ISA bus. It 
can drive a variety of panels directly without any 
external buffers. It is designed to be the ideal 
choice for highly integrated systems. 





The 92C168 supports a wide variety of dual 
scan color/mono STN, single scan color/mono 
STN and TFT panel. It supports panel with 
640x480 and 1024x768 resolution. For color 
panel, it supports up to 16.8 million colors. For 
monochrome panel, it supports up to 256 gray 
shades. 

The 92C168 supports simultaneous display of 
CRT and LCD. It supports up to 1280x1024 256 
colors on CRT display. The hardware cursor 
bring desktop type performance to the notebook 
PC arena. 

The 92C168 is optimized for minimum power 
consumption during normal operation and three 
level of power saving modes. It supports 
3.3V/5V mixed voltage to further lower the 
system power consumption. 

The 92C178 is a pin-compatible upgrade to the 
92C168, which includes GUI functionality and 
an integrated dual clock synthesizer. 




The 92C168 is 100% hardware and BIOS 
compatible with IBM VGA standard. OPTi 
supplies fully VGAA/ESA compatible BIOS, 
drivers for all of the common applications, and 
OEM/end-user utilities software. 



Features and Benefits: 

• 100% hardware/BIOS compatible with IBM 
VGA standard. 

• Integrated true color RAMDAC and dual- 
frequency Synthesizer*. 

• Flexible DRAM configurations: 

- One/two/four*256Kx16 DRAMs 

- Four/eight/sixteen* 256Kx4 DRAMs 

• Support simultaneous display with one 
256Kx16 DRAM. 

• Hardware cursor up to 64 x 64 pixels. 

• Hardware pop-up icon up to 128x128 pixels. 

• High performance write buffer architecture. 

• 32-bit direct interface with VESA local bus. 

• Direct interface with dual scan color/mono 
STN, single scan color/mono STN, and TFT 
panels. 

• Supports up to 16.8 million colors on both 
CRT and LCD display. 

• Supports up 256 gray shades for 
monochrome LCD. 

• Programmable linear addressing. 

• Text mode contrast enhancement on LCD 
display. 

• Text and graphic modes reverse video on 
LCD display. 

• Vertical expansion and auto centering screen 
adjustment on LCD display. 

• Advance power management to optimize the 
power consumption during normal operation 
and power down modes. 

• Power sequencing control outputs to regulate 
the power supplies for panel and backlight. 

• 3.3V/5V mixed voltage operation. 

• Low power, high speed 0.8 p CMOS 
technology. 

• Pin-to-pin compatible between 92C168 and 
92C178. 

• 208 pin QFP package. 

92C178 Enhancements: 

• Enhanced BLT engine for GUI acceleration* 

• Integrated dual clock synthesizer 






T he OPTi 92C168 and the 92C178 are a highly integrated single chip LCD super 
VGA controllers. The 208 pin QFP devices provide single chip solutions including 
RAMDAC, dual clock synthesizer, direct VESA local bus interface, direct panel 
interface, and power management functions. The OPTi92C1 68 supports 3.3v/5.0v 
mixed voltage operation with the power management implementation flexibility of SMI. 
The OPTi92C168 offers OEMs the tool for superior product in the notebook VGA 
market. 



OPTi LCD 
VGA: A 
rainbow of 
color for the 
portable PC. 
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Sales Offices, Representatives and Distributors 



California 

OPTi. Inc. 

(408) 980-8178 
Brooks Technical Group 
(415) 960-3880 
Jones & McGeoy Sales 
(714) 724-8080 
Excel 

(619) 587-0545 
Alabama, MS, NC, SC, GA 

Concord Component Reps, 
Inc. 

(205) 772-8883 
(404) 416-9597 
(919) 676-3900 

Arizona, New Mexico 

Excel 

(602) 829-8820 

Colorado, Utah 

Excel 

(303)649-1800 



Florida 

EIR 

(407) 660-9600 

Illinois, Wise. 
Micro-Tex Inc. 

(708) 765-3000 
(414) 542-5352 

Michigan 

Jay Marketing Assoc. 

(313) 459-1200 

Minn, IA, MO 

Stan Clothier Company 
(612) 944-3456 
(319) 393-1576 

(314) 928-8078 

New York, NJ, E.PA 

S-J Associates. Inc. 
(516) 536-4242 
(609) 866-1234 
(703) 533-2233 



Ohio 

Lyons Corp 
(513) 278-0714 
(216) 659-9224 
(614) 895-1447 

Oregon, WA,BC, CN 

Electronic Component Sales 

(206) 232-9301 

(503) 245-2342 

Texas 

C-3 Sales 

(214) 733-0306 

(713) 379-5411 

(512) 338-1333 

Australia 

Braemac Pty.,Ltd. 
2-564-1211 

Brazil 

Uniao Digital 
(11)533-4121 



France 

Tekelec Airtronic 

(1) 4623-2407 

Hong Kong 

DYNAX Electronics Ltd. 

2-481-0223 

Fax: 2-481-0826 

Italy 

Consystem SRI 
(039) 2-99-041977 

Japan 

Micro Summit 

(03) 3258-5531 

Fax: 3-3258-0433 

Dia Semicon Systems, Inc. 

(03) 3439-2700 

Fax: 3-3439-2701 

Korea 

FM Korea 

(02) 575-9720 
Fax: (02) 575-9732 



Singapore 

WesTech Electronics Pte. 

743-6355 

Fax: 746-1396 

Taiwan 

OPTi 

(2) 325-8520 
Fax:( 2) 325-6520 
ASEC International Corp. 
(2) 505-7025 

United Kingdom 

Manhattan Skyline 
(0628) 75851 



OPTi 



OPTi, Inc. 

2525 Walsh Avenue 
Santa Clara, CA 95051, U.S.A. 

Tel: (408) 980-8178 
Fax: (408) 980-8860 

24-hour Bulletin Board: (408) 980-9774 



All products mentioned in this data sheet are the registered trademarks of their respective owners. © OPTi, Inc. 1993 







